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UNCLASSIFIED 

PAGE 01 COLOMB 01417 290614Z 
ACTION NEA- 10 

INFO OCT-01 ISO-OO EB-08 /019W 

018894 290814Z/13 

R 28 1 200Z MAR 78 
FM AMEMBASSY COLOMBO 
TO SECSTATE WASHDC 9923 
INFO USDOC WASHDC 

UNCLAS COLOMBO 1417 


Message Text 


E.O. 11652: N/A 
TAGS: BENC, CE 

SUBJECT: MAJOR PROJECT: OXYGEN NITROGEN PLANT 


REF: (A) STATE 075011, (B) COLOMBO 1 1 12 

ENGINEER ADAMS IS OUT OF THE ISLAND AND IS EXPECTED TO BE 
AWAY FOR ABOUT ONE YEAR. EMBASSY INFORMED BY ENGINEER 
M.W.H. DAYARATNE.WHO IS IN CHHARGE OF SUBJECT PROJECT.THAT 
THE PROPOSAL MENTIONED REFTEL (A) HAS ONLY BEEN RECENTLY 
RECEIVED. AFTER CAREFUL STUDY OF PROPOSAL HE WILL CONTACT 
MR. MAYNARD DIRECT. 

DEBOLD 


UNCLASSIFIED 


NNN 
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